DART AEROSPACE LTD 
Work Order: 


" 
.. -- 


Description: 
Floor Protector, 
Fwd 
Part Number: 
04122-1 


Inspection 
Dwg: 04122 
Rev: A 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing 
Actual 
Method 
of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


03.00 
+0.012/-0.001 


83.66 
+/-0.030 


78.75 
+/-0.030 


73.00 
+/-0.030 


1.50 
+/-0.030 


41.88 
+/-0.030 


34.51 
+/-0.030 


31.00 
+/-0.030 


27.13 
+/-0.030 


26.63 
+/-0.030 


20.00 
+/-0.030 


16.00 
+/-0.030 


9.01 
+/-0.030 


3.07 
+/-0.030 


2.13 
+/-0.030 


1.50 
+/-0.030 


1.00 
+/-0.030 


6.65 
+/-0.030 


11.52 
+/-0.030 


15.90 
+/-0.030 


35.15 
+/-0.030 


35.65 
+/-0.030 


57.65 
+/-0.030 


58.15 
+/-0.030 


77.40 
+/-0.030 


81.77 
+/-0.030 


86.65 
+/-0.030 


93.29 
+/-0.030 


0.125 
+/-0.010 


I 


Measured 
by:1__ 
11 
Audited 
by:1--- 
Date: 
Date: 
------ 
------- 
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